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MEMORANDUM FOR: Recording Secretary 

Project Review Committee 



SUBJECT 


: Additional Lighting Facilities at the 


1. This is to advise that on 15 April 195^ Colonel L. K. 
White, Acting Deputy Director (Administration) , approved the expen- 
diture of $16,000 of Fiscal Year 19 5^ funds for additional lighting 
facilities at the I f. Sufficient funds are available 


for this purpose within the existing allotment to the Logistics 
Office . 




’d. The additional lighting requirements are for storage bins 
where improved lighting was determined necessary by the Medical 
Office to permit satisfactory vision, reduce eye strain, and avoid 
fire hazards. 


LAWRENCE R. HOUSTON 
Acting Deputy Director 
(Administration) 
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1. This Office has reviewed the attached do consents, 
submitted by the Logistics Office, requesting aut hority -to 
expend funds to preside adequate lighting for the | 

STAT I l 

?. In view of the Kedical report recommending that 
adequate lighting be Installed to permit satisfactory vision, 
to reduce eye* train and to avoid fire hazards ttad that 
sufficient funds are available si thin the Logistics Office 
to cover tha coat of such facilities, this Office recommends 
that tho subject request be approved. 
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